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Today’s Weather 


Mostly cloudy, windy and 
cold today with a few snow 
flurries. 
High in low 30s. 
Fair tonight and tomorrow, 
continued cold. Low 20 to 
25. 
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Spring’s Coming 
SNOW COVERS LOWER RUCKS; 
ACCIDENTS SNARL TRAFRC 
Army And AF 
Assigned As 
Dual Guard 


K . w m 
Despite the snow covering Lower Bucks today, 
Spring can’t be too far off judging from the new 
bonnet Mrs. Dwight D. Eisenhower was sporting 
when she posed for pictures at the White House 
yesterday. The hat is of yellow blossoms with a 
white feather trim. (United Press Telephoto) 
Feasterville Girl 
Killed In Hit-Hun 


Charlotte Bender, 17, of 21fi Overhill Road, Feast- 
m ille , died in Nazareth Hospital today about 12 hours 
after she was struck by a hit-run auto when she stenped 
from a bus in Bustleton. 
r: 


Mix, B ender s u t u r e d a ru n ,i^ 
* * “ 
“ N “ * 
liv er and 
a com pound fracture of) F a irm o u n t 
P a r k 
G uards 
ln 


Philadelphia, contacted today, said 
I they arre ste d a suspect in the 
ease. He is H cnricus H agem an , 
39. of 105 North 15th St., P h ila­ 
delphia. 
Detectives—John— K azc 
. and T hom as C arroll said H age­ 
m an was picked up after police 
received an 
anonym ous 
phone 
call giving the license n u m b er of 


I his car. 


Haze, said H agem an Is being 
held at P a rk G uard H eadq uarters 
And the P en nsylv ania Highway aw aiting a hearing on charges of 
D epartm ent stands indicted for facing to stop and identify him- 
com plete evasion of responsibil- self at the scene of an accident. 


Haze said Miss Bender was at- 
I tem pting to cross the boulevard 
Thrat goes. too. for these town- at G rant A \e. about IO p.m.. when 
ship officials whose foolish ges- she w as struck by the hit-run car. 
lures at “ protecting” 
motorists The c a r was traveling into the 
are 
a 
pitiful 
commentary 
on city, police said, 
guarding 
a public trust. 
I ------------------------------------------------------- 


WASHINGTON 
(U P ) 
- 
The 
A rm y and the Air F o rce m oved 
today into dual .responsibility for 
the life-or-death job of detecting 
and desrtoying R ussian intercon­ 
tinental m issiles. 
The A rm y has been o rdered to 
develop 
a 
m issile 
capable 
of 
knocking down Soviet rockets. The 
Air F orce has been told to work 
out a system for spotting invad­ 
ing m issiles while they can still 
be intercepted. 
A 
P entagon 
sp ok esm an 
said 
last 
n i g h t 
the 
assignm ents 
w ere laid down by Defense Secre­ 
tary Neil H. M cE lroy in a m e m o ­ 
ran d u m T h ursd ay. The decision 
w as 
taken 
to 
"develop 
a 
sin­ 
gle 
com prehensive anti-intercon­ 
tinental ballistic m issile sy s te m " 
and at the sam e tim e to ‘‘elim ­ 
inate un w arran ted duplication.” 


Armed Forces A Team 


The 
announcem ent 
c a m e 
as 
Gen. N athan F . Twining struck 
back at critics of the Joint Chiels 
of Staff and d eclared th at A m e ri­ 
ca's a rm ed forces a re read y to 
‘‘fight as a team — today or any 
day — in accordan ce with our 
jointly approved w ar plans.” 
Twining, 
present 
ch a irm a n 
cf 
the Joint Chiefs, issued a bluntly- 
worded sta tm e n t late y esterd ay 
following release of p rc v iously-se- 


H ighwayi 
this 
morning 
mur­ 
der. 


cret 
testim ony last T uesday 
in 
which he protested tre a tm e n t of 
m ilitary witnesses. He said it was 
a "lieli of a note” the w ay the 
Senate p rep ared n ess su b co m m it­ 
tee 
forced 
m ilitary 
leaders 
to 
criticize 
P resid en t 
E isenhow er's 
defense budget. 


Tho A rm y has been w orking on 
its Nike-Zci's anti-m issile missile 
while the Air F orce w as develop­ 
ing one of its own. the W izard. 
Douglas Awaits Word 
Donald W. 
Douglas, 
ch a irm an 
of the Douglas A ircralt Co., told 
Senate investigators earlier 
y e s­ 
terday 
th at 
his 
com pany 
w as 


No place in the states of P en n ­ 
sylvania, New Je rse y and New I 
Y ork a re s tre e ts and highw ays, 
w orse than in this Lower Bucks! 
county region every tim e th e re 's 
a snow flurry. 


It's about tim e the m otoring 
public gets itself 
aroused over 
this positively reckless reg ard of 
officials for keeping streets and 
highw ays co m p aratively safe d u r­ 
ing the snow and ice season. It’s 
been 
the 
s a m e 
old 
sham eful 
story from the tim e of the very 
first snow flake. 


Okay, General Twining, chair­ 
man of the Joint Chiefs of Staff, 
dispels some of the missile gloom 
before a Senate committee when 
he insisted the United States isn’t 
in a position of inferior strength— 
militarily or scientifically.' 


M aybe the g eneral's right. All 
we know 
R ussia 
has 
shot 
two 
sputniks into the skies, has the 
ICBM, and has developed a fire­ 
power th at m ak es m ost of what 
we have look and sound like a 
pep-gun, 


A"d it won t change m uch un­ 
til 
the 
adm inistration 
and 
the 
m ilitary get down to the business 
getting us into the missile and 
space ra c e with an idea and get­ 
ting ahead and staying there. 


Too many people are concern­ 
ed about how to stay young, and 
not enough about how to grow 
up. 


The new m iracle drugs sound 
so good that if you’re h ealth y you 
[eel 
like y o u ’re missing som e­ 
thing. 


Bucks Society Jury I rges 


I Guard Raise 
Dies 01 Age 


! 
& 
Tho 
10-year-old Bucks County 
Scientific Society becam e a space 
age casualty yesterday. 
A petition to dissolve the non­ 
profit 
organization dedicated 
to 
collection of such item s as a ir­ 
plane m otors and equipm ent was 
filed 
with Bucks County 
courts 
yesterday. 
"N obody seem s interested a n y ­ 
m o re .” sighed E. L. Robinson, of 
917 G reenw ay Ave., Morrisville, 
one of the society’s incorporators. 
' N owadays, it’.-; all sputniks and 
space tra v e l.” 
The 
society’s 
exhibits 
w ere 
housed in a specially constructed 
building in Robinson's backyard, 


j I ntil recently, he said, interest in 
the exhibits was high. 
The four rem ain in g m e m b e rs of 
(Continued on Page 3, Col. 2) 


A $1,000 annual increase In the 
m a x im u m 
salary 
paid 
Bucks 
County Prison g u ard s w as urged 
by the outgoing G rand Ju ry in 
Doylestown yesterday. 
The jury report, which te rm ed 
the jail. "U nderstaffed and o v e r­ 
crow ded.” followed refusal of the 
county com m issioners last m onth 
to gran t the 21 guards a union- 
sponsored pay increase. 
The grand jury reco m m end ed 
a m a x im u m salary 
.500. P re s ­ 
ent pay range is $3,120 to $3,540. 
Also 
proposed 
w ere 
two 
new 
w ings 
to 
house 
the 
increasing 
prison 
population. 
T here 
are 
about 
IOO prisoners. 
The wings 
(Continued on Page 3, Col. 2) 


ready to sta rt production of the 
Nike-Zeus as soon as it gets a ‘‘go­ 
ahead sign al” from the Defense 
D epartm en t. 
The House A rm ed S e r v i c e s 
C om m ittee 
m eanw hile 
released 
Air F orce testim ony that the Unit- 
(Continued on Page 3, Col. 6) 


Giant ‘Atlas’ 


Awaits Tests 


At Canaveral 


C A PE CANAVERAL, F la. (U P) 
—A giant intercontinental 
Atlas 
today joined the potent a rr a y of 
m issiles aw aiting test firing at the 
m issile test center. 
I 
The Atlas could be seen through 
the su p erstru ctu re of its gan try 
tower. B ut there was no indica­ 
ti o n when the 5,500-mile missile 
I would be fired. 
The last 
Atlas 
w as 
launched 
here Ja n . IO, an 
flew successful­ 
ly hundreds of miles over the At­ 
lantic. 
An A rm y ballistic m issile, pos- 
sibly the Ju p iter C which will try] 
to put a satellite intr orbit aro un d' 
the earth , also stood gleam ing in, 
its tower on the cape. Not far! 
aw ay w as the N avy V anguard, the 
satellite-carrying rocket, which is! 
being prepared for another test! 
launching. 
Polaris Tested 


O ther sm aller missiles were also ' 
believed standing 
on 
the 
Cape 
aw aiting firing. The Navy y e ste r­ 
day fired a Polaris test vehicle to 
test p arts of the solid-fucl in ter­ 
m ediate rang e missile under d e­ 
velopment. 
The Air Force, meanwhile, a n ­ 
nounced th a t the first of five giant 
tracking antennae which will help 
bring back im portant d ata on m is­ 
sile test flights has been com plet­ 
ed at Melbourne, south of Cape 
C anaveral. 
The ,device, 
called 
a TLM -lf? 
A utom atic 
T racking 
T elem etry 
Antenna, 
stands 
higher than 
a 
seven story building, is 60 feet in 
diam eter and is m ounted on a 
steel tow’er 38 feet high. It will 
be thoroughly tested before being 
put into use. 
Can Traek Sun 
The antenna will be used to re ­ 
ceive signals from tran sm itte rs in 
the big m issiles fired from 
the 
test rang e here. These signals con­ 
tain inform ation about the m is­ 
sile’s p erform ance in flight. It is 
recorded autom atically as it is re­ 
ceived in a control center near 
the antenna. 
The A ntennae also will be c a p ­ 
able of tracking the sun and will 
be useful in earth satellite exp er­ 
im entation. 


i-.v 


Alice Potter, 4731 Oak Ave., Trevose, 
found it necessary to let some air out 
of the tires on her car in order to 


get to work this morning. Here, she 
lets out some air to get more traction 
on snow-covered Route I. 
(Photo by Motz) 


Acted Lawyer Rising 
Seen 


Succumbs 
In Commie Poland 


In Bristol 


LONDON (U P) — Iron - C u rtain ards and block any increase in 
experts 
speculated 
today 
t h a t ' Polish contacts with the West. 
C om m unist lead e r Nikita S. K h ru -| 
The K rem lin shed little light on 
. 
shchev's se cret 
visit to 
P o lan d the C om m unist 
b o ss’s 
m eetin g 
John P. Betz, J r . a Busto] law- ^ j s w eei< m a y have been an cf- with 
Gom ulka 
and 
Polish 
P r e ­ 
y er who at one time served as fort to head 0 r new un rest in th e m ier 
Josef 
C yrankiew icz 
at 
a 
president 
of 
the 
Bucks 
County Soviet satellite state. 
I hunting lodge on th e Polish bor- 
B ar Association, died y esterd ay 
R ecent 
a r r ivals 
from 
P o la n d ’der. 
at his hom e, 825 R adcliffe S U said the p ressu res that blew off 
a brief official announcem ent, 
after a short illness. He w as 59. jn the Poznan "b read and free- handed out by the Soviet agency 
B ein in Bristol. Betz w as the d o m ” riots a y e a r and a half a g o ' j a s s and b ro a d c a s t by Moscow 


son of the late John P. and Mary are building up again — and this R a dio. 
sajd 
the 
Pojcs 
invited 
E m ily Arrison Betz. He was g rad -;tim e, 
they 
said, 
resentm en t 
of Khrushchev 
to visit when 
they 
uated 
from 
T em ple 
U niversity, I C om m unist rule is nationwide. 
(heard he hap pen ed 
to be 
"so- 
Philadelphia, and 
( hattanooga 
They said the people have lost journing in the 
border a r e a .” 
(Tenn.) College of Law. 
(faith in W ladyslaw G om ulka, the 
S tate Suprem e Court 
("in d e p e n d en t” 
C om m unist 
who 
He was adm itted tn n r a r tir r he took 0ver 
in Poland after t h e 
fore 
the 
Pennsylvania c l l L 
Poznan 
o u tb reak , 
because 
they had conversations in a cordial and River in C anad a, 
r-nnrf 
in 
I WX 
I L 
I . 
ftel he is m erely doing the b id - 1 friendly a tm o s p h e r e .’ the tw o-line, 
Little c h an g e w as predicted for 
Court in 1921. F o r m any y ears 
................... 
announcem ent said. It g av e no d e - to d a y , tonight, and tom orrow w ith 
tails of the n atu re of the talks. I most 
of 
the 
state, 
except 
th e 
nor did it indicate w hat decisions norhw est and the Alleghenies, ex- 
W estern observ ers believe K hru- ' were reached. 
Ipected to have snow flurries, w ith 


f i r k i n S 
i 
’ 
t01 laW 
f hCilieV probably Prom ised a b i§ 
in Rome, the C om m unist organ accum ulations up to an inch. T h e 
flee in 1928 F o r m a n y y e a rs he buildup in 
Soviet economic aid to sald tht, R ed leadcr is bo. 
w eather is 
expected to c le a r in 
'C ontinued on P ane it. (u t. 3)__ P o land, to 
im prove living s t a nd- ljcvp(| t0 have distu ssed the Coin the e x tre m e southeast tonight, re- 


m unist proposal for an atom -free maining c lea r hrough tom orrow , 
belt in Central E urope, which w as! 
T e m p e ra tu re s ranged from 15 
sponsored by Poland in the U nited to 
in 
the 
20s 
last 
night 
and 
Nations last fall. 
(Continued on Page 3, Col. 3) 


No Details Given 


"D uring a 
three-day stay , h r the mouth 


Flurries 
To End 
Tonight 


Less than a quarter-inch 
of snow piled up in Lower 
Bucks 
this 
morning, 
but 
traffic was moving slowly 
over treacherously slippery 
roads. 
The snowfall began between 2 
and 3 a m. T he W eather B ureau 
in Trenton s a id the accum ulation 
was tw o-tenths of an 
inch 
and 
only flurries would com e the re st 
of the day. 
The high te m p e ra tu re for to­ 
day will be betw een 30 and 35 d e­ 
grees, with to nigh t’s 
low 
abo ut 
ten d egrees u n d er that. 
T o m o r­ 
row 's fo recast is cloudy and cold, 
with the 
high 
tem p era tu re 
a t 
about 32 d eg rees. 
A 
tw o-vehicle 
accident 
h a d 
Bristol Tow nship police u n sn arl­ 
ing traffic on Levittown P a rk w a y 
for over an hour this m orning. 
P a tro lm e n w e re at the scene a t 
8 a.m. At 9 1 5 a.m. they w ere 
still detouring 
c a rs 
from 
the 
scene. 


Cold winds from the N orthw est 
dropped 
tem peratu res 
to 
below 
freezing 
and 
brought 
in 
h eavy 
snowfalls to som e parts of W est­ 
ern P en nsylv ania during the night 
and today. 
Additional new snow ranging in 
depth from 3 to 9 inches w as 
forecast 
for 
som e m ountainous 
areas. 


Snow which fell yesterday 
an d 
during the night m easured 6 to 8 
inches in the E bensburg and Al­ 
toona area s, 8 inches in the B ed ­ 
ford an d S om erset areas, 2 to 5 
inches in the E rie area, 5 to 8 
inches in the B radford area, and 
4 to 8 inches in other Southw est­ 
ern P enn sylvan ia areas. 
Driving w a s hazardous. T he e n ­ 
tire length of the Pennsylvania 
Turnpike w as snow and ice cov­ 
ered, and w a s being plowed and 
cindered. T he speed limit in so m e 
a re as 
w as 
seduced 
to 35 m iles 
per hour. 
Snow w as forecast across m o s t 
of the state during the week end. 
The higher elevations of the Alle­ 
gheny M ountains 
w ere 
to 
g et 
heavy falls, while little or none 
was forecast for the state's sou th­ 
eastern counties. 
The snow w as brought by a ir 
circulatiny 
around 
a 
virually 
stagnant sto rm a re a centered n e a r 
of the St. L aw rence 


he was a junior m em b 
P hiladelphia law firm of M ackay 
and K laudcr. 


Suprem e 


Prom ises Aid 


Phils’ Player 
Is Arrested 


SPOKANE, W ash, (U P) — Ed 
Bouchee, 
first 
b asem an 


$5,000 Tip 
‘Not Honored’ 


It's 
«Nck 
all 
the 
wav-—be 
mighty careful with the driving. 


Go to church tom orrow . 


Bucks Man Killed As 
Tractor Overturns 


George K. S w a rth y , 2 5-year-old 
father of four, w as crushed 
to 
death y esterd ay under a tra c to r 
which overturned on him on a 
farm at Gardenville, near Doyles­ 
town. 


S w artley’s father. William, and 
a brother, Cliflord, lifted the tra c ­ 
tor 
from 
him 
with 
a 
wooden 
beam , but he w as dead when a 
physician arrived. 
S w a rth y w as hauling dirt and 
concrete in a ia rm wagon behind 
the tra cto r when he lost control 
on 
a 
dow ngrade. 
The 
tracto r 
jacknifed and he fell under a re a r 
wheel. 
He died 
instantly 
of a 
fra ctu red verteb ra. 
| 


Muddy Furor Results In 
Battle Of Dry County 


MUDDY, 111. (U P )—Will Muddy 
be dry? Will M uddy be high? It 
all depends on w hether a te m p e r­ 
ance association has it ’s way. 
The Saline County D ry Assn. 
disclosed yesterd ay it is the power 
behind a m ovem ent to blot Mud-! 
dy out. Muddy, a village of TOO, 
is the only " w e t” place in the 
otherw ise dry county w here liq­ 
uor can be sold. 
Local citizens refused to throw 
in 
the 
sponge early 
this 
week 
when a petition w as filed at the! 
circuit court at H arrisb u rg , IIL, 
to rule that M uddy d o esn’t really 
exist. 
Since Muddy is not continuous, 


SAN FRANCISCO (UP) - A 


T-.UM 
. , , 
,he retired N avy officer w'ho g ave a 
Philadelphia Phillies, w as free on 
u t - 
^ 
bond today aim,' being 
ch arg ed cab d r,v rr * fo’0n0 chcck as a « P 
with indecent exposure in conner- here last w eekend was c o m m itted 0 
lion with a 
recent series 
of child I y e sterd a y to a state m ental hos- 0 
pital. 
| 


Superior Ju d g e Milton D. S apiro 


m olesting eases. 


P rosecuting 
Attorney John 
J. 


the petition said, it has no legal: 
existence. 
One 
p a rt 
of 
Muddy 
doesn't touch another M uddy p art 
because a railw ay and a highw ay 
cut the town in two, the petition 
said. 
M uddy 
attorneys 
uncorked 
a 
surprise 
before 
circuit 
court 
Jud ge C. Ross Reynolds yesterday. 
It 
turned out that 
townswoman 
M rs. C hristine Ratley—until now 
believed to be the signer of a pe­ 
tition asking that the town be liq­ 
uidated — h a d n ’t signed the peti­ 
tion a t all. 
T he law yers asked that the pc-' 
tition be dism issed and served up 
(Continued on Page 3, Col. 7) 
i 


Pally said Bouchee, 24. was ques 
tioned T hursday night at his hom< 
and then cam e to the police sta- 


B signed the commitment to Agnews 0 
i 29 
j State H ospital for Capt. J e s s e L. a 


lion yesterday m orning w here he E en w o rthy 
J r . 
after co nsultin g 9 
was immediately identified in a;with 
two psychiatrists in 
Ken- ^ 
lineup by girls involved in three worthy's room at San Francisco P 
cases. 
Lally said Bouchee ad m itted be­ 
ing involved in the cases. 


Hospital. 
The psychiatrists said the 
year-old former commander of the ^ll 
65- ^ 


Your Weekend Edition 


It s all in the way you look at it, and the 
Courier-Times Weekend Edition offers a lot of 
ways to look at it. The local and world news, 
that is. 
For news of the nation and the world dur­ 
ing the past week, Page IO offers a full spread 
of pictures. Then, keeping to the picture side, 
Page 18 shows Lower Bucks County relaxing. 
Only it wasn’t relaxation for Bensalem High 
School basketball fans. 
Tomorrow s church services are on Page 4. 
and church news is on Page 5. 


IN D E X 


Police had search ed for w eeks battleship 
O klahom a 
w as 
for the " m a n in the blue a n d "m a n ic d e p re s siv e ” with 
w hite station w agon” and neigh- d ose” te n d en c ie s.” They said h e I 
bors reported Bouchee answ ered had "no insig h t” into what he w a s 
w anted doing. 
The 
c o m m ittm e n t had 


.. 
I 
gran- ^ 
I 
the 
description 
m an. 
of 
the 


b e e n I 


his wife are ex pecting a second na. 
child. Bouchee w as a pow er in the 
K enw orthy m a d e headlines w hen 
Phillies’ 
lineup last season 
aw 
he w rote a $5 000 check for tax i 
w as nam ed National League Rook* d riv e r B run o Del Carlo who h a d I D r* 
ie of the Y ear by Sporting News. I 
(Continued on Page 3, Col. 3) 
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Dates Slated 


For Hearings 


On Streets 


Tup. Official To Confer 
Meeting Is Called 
On Sewer Funds 


Young ‘Nazi Supermen’ 
Fail In Bank Robbery 


*\ 


Noteworthy Music 


Bensalem supervisors have set 
up dates for hearings, prepara­ 
tory to accepting streets in the 
Morehouse tract and the Bel­ 
mont Hills sector of the township. 
Hearings are set up for Feb. 13, 
for the Moorehousc tract and Feb. 
J7, for the Belmont Hills section. 


Bristol Township officials will j 
He added the application will 
confer the early part of next week probably be submitted to the fed- 
on filling out the application for erai 
government 
later 
in 
the 
federal funds tc finance a study week. 
of the needs of sanitary sewers 
He said he and Harrah con­ 
in the municipality. 
jferred with Leslie P. Doidge, di- 
Henry J. Rolfes Jr., township rector of the community faciti- 
managir, said he would get to-Ties agency of the Housing and 
Earlier this week supervisors gether 
with 
William J. 
Carlin, j Home Agency of the government, 
iccepted streets in the Concord solicitor, and James Darrah, en- j Doidge, Rolfes said, explained the 
Dark development and set up a gineer, to fill out the application, procedure necessary to apply. 
new fire district. The develop- Some of 
the questions involve 
meat includes about 139 property icgal problems 
and 
some 
are 
owners. The township is empow- technical points, 
the 
manager 
prod to levy sufficient taxes to said. 
cover the rental on the new fire! 
- 
district's fire hydrants. 
In 
other 
action, 
supervisors; 
authorized the township planning 
commission to hold preliminary i 
oublic hearings on zoning and to 1 
send its recommendations to the 
supervisors. 
Previously the supervisors had 
been holding both the preliminary 
and final hearings on zoning. 


The government would lend the 
mcney for the survey and the 
township would not have to repay 
it unless it used the plans. 


W. Virginia 


Senator Dies 


WASHINGTON (UP) 


Bloodmobile Plans 
Cornwells Visit 


The 
Red 
Cross 
Community {about 20 in all, include: Pennsalt 
Bloodmobile will visit the Corn- Chemical Co., Shutte and Koert- 
wells Fire Co. I from ll a rn. to ing, Penn’s 
Manor 
Inc., 
Holy 
4:30 p m, 
Monday, 
to 
collect Ghost College, Bensalem College, 
Bucks County Industrial Manage­ 
ment 
Club, 
Bensalem 
Rotary 
blood on the community plan. 


Red Cross .spokesmen said the 
mobile unit stops at the firehouse 
annually to collect blood 
tions from the area. 
dona- 


Club and 
other 
service 
clubs, 
firms and organizations in the 
area. All other firms and indi- 
Ividuals are invited to give blood 
Edward Walters, chairman 
of during the 
visit, 
Red 
Cross 
the visit noted, that the only com-! spokesmen said. 
Sen. triunity visit open to the general 
Cornwells Fire Co. No. I is lo- 
Matthew M. Neely, 
83-year-old Public 'is in the Cornwells arca. 
senior senator from West Virginia, 
died at 10:09 a.m. e s t. today. 
Senate Sergeant-at-Arms Joseph 
C. Duke told newsmen that the 
veteran Democrat, who had been 
ailing for several months, died at 
the Bethesda Naval Medical Cen­ 
ter. 
Neely, the second oldest mem­ 
ber of the Senate, was chairman 
of the Senate District of Colum­ 
bia Committee. 


Participating 
organizations, 
cated on Bristol Pike anti Corn­ 
wells Ave., Bensalem Township. 
An Auto’s An 
, 
If Price Is Right 


| 
TRENTON. N. J. (UP) — An {day that when Miss Lorrimer will- 


His political carcer spanned 44 al"° 
aut0_l1)ut ™f if, you c/' YarnaU, an aul0™ blle' her 
are willed an automobile by a definition of auto was indicated by 


The 
130-member Southeastern 
District P.M.E A. 
orchestra rehearses for a concert at 8 o’clock to­ 
night in the Delhaas High School auditorium. Con­ 


ducting is Powell Middleton. The students represent 
almost 40 high schools throughout the southeastern 
sector of the state. (See Story Page 13.) 


woman who rode in Plymouths 
and Chryslers and you choose for 
yourself an $18,700 Bentley. 


years. During 38 of them he serv­ 
ed as senator, governor, or a 
member of the House of Repre­ 
sentatives. 
He served 24 years as a senator j 
in three 
in the House 
He was governor of West Vir­ 
ginia from 1941 through 1945. 
Despite his long illness Neely {Continental, priced at $18,700 
had appeared in the Senate for 


the cars she herself drove. 


"It is palpably improble,” the 
- 
, 
court said, that Miss Lorrimer in- 
Lucille Lorrimer. former Saddle tended to give Varna!! an auto­ 
separate periods. He was 8 i\cr resident, willed William C. mobile casting $18,TOO." 
juse twice. 
Varna11 
Allendale, "an autom a j 
, . 
------------------- , 
bile to be chosen by himself.’* 
; 
liiey note(l !hat Yarna11* vvf 


the opening of the new session of will refused to pay for the ex­ 


hose j 
„ , 
, , 
„ 
.income is about $14,000 a year,! 
\arnall decided upon a Bentley J “jiac| never bought a new car in 
his life, and the most he had ever 
Executors of Miss Lorrimer’s paid for a used car was $2,200." 


Congress. 


"Envious Eyes" Said 
Best* For Looks 


OXFORD, Miss. (UP) 
nation s most fashionable women 
all turn green-eyed this year, en- 
vy won’t have anything to do 
with it. 
For any woman, according to 
Dr. George N. Jessen, can have 
pretty eyes. 
The secret, said Jessen. is con­ 
tact lenses — tinted any color mi­ 
lady may desire 


pensive car. Bergen County Chan­ 
cery Court Judge Walter J. F re­ 
und ordered that the executors 
buy Yarnall a car— for no more 
than $7,500. 


'I lie Court Appellate Division O' 
(Continued from P a g e One) 
lf t h e ^ uPer*°r ^ ourt sa*d 'n vt lect 
was solicitor to the Bristol Town- 


Lawyer 


Guard Raise 


(Continued from P a g e One) 


ship School Board, resigning re­ 
cently due to illness. He belonged 
El tlie Jhiladelp hia Bar Associa­ 
tion as well as the Bucks County 
Bar Association. 
He served in the Navy in World 
would also segregate those await- ^ ar I an^_ was a member of 
ing sentence. 
Present kitchen, laundry, and 
"Green," said Jessen. president j s^or*8e fa c ility were described 
of a Chicago contact lens manu- as 
inadecll)ate- 
. 
. r 
„ 
facturing firm,, "Is the uniform 
mother need, the reportjand Crescent^ Temple, Trenton; a 
color of women from coast to, said, is for a caged truck to tru^ 
of ®nsto hks Lodge 9,0. 
coast, whether they’re housewives transport prisoners. Present prac- 
ancl fa ™eTm 
, 
or Hollywood stars 
bee is to use guards and private °* 
e Kri>f°l Lodge o. the Lo) a1 
automobiles. 
0rder o{ the Moose 


Robert W. Bracken American Le­ 
gion Post 382. 
Betz was a member of Masonic 
Lodge 25, F. and A. M., Bristol 


Benson Holds 


High Hopes 


For Policies 


N.Y. Youths 


Seized Before 


Teying Plan 


NEW YORK (UP) - A Nazi- 
inspired organization of y o u n g 
supermen" dedicated to ‘‘Chris­ 
tianity" and "bettering our race* 
fell apart yesterday when police 
arrested 9 of the l l members on 
bank 
robbing conspiracy 
a n d 
ether charges. 
Five of Hie member of the 
United Nordic Confederation were 
picked up at their homes shortly 
before they planned to rob $40,000 
from the Hew Gardens branch of 
the Chase Manhattan Bank. 
The four others under arrest 
were rounded up by police last 
night. 
The arrests followed the defec­ 
tion of 
two 
youthful members 
{rom the racial supremacist gang 
and told their parents about the 
planned bank holdup. The parents 
notified authorities. 
Police said the gang, composed 
of IO Forest Hills. N.Y,, high 
school students and one former 
student, was formed two months 
ago "to unite and purify all the 
Nordic peoples of the world for 
the great common good of all." 
To purify the race the super­ 
men had assembled an arsenal of 
two 
sawed-off 
shotguns, 
three 
rifles,, a large supply of ammuni­ 
tion and an assortment of knives 
and daggers. 
One of the daggers was a Ger­ 
man army World War II issue 
complete with swastika. 
Police identilied the leader of 
the group as George Leggett, 21. 
who allegedly drew up the group's 
charter and signed himself "Com­ 
mander George von Licter." 
Police said that shortly after the 
confederation was formed it was 
faced with a lack of funds. When 
the members balked at paying 
dues Leggett allegedly suggested 
they rob a bank to get $40,000 to 
open a camp "upstate 
some­ 
where." 


Rev. Sliogan 


Is Director 


GI F IN E D 
ATHENS (UP)—The first Amer- 


"Otherwise,” the report said, 
"we found the prison immaculatc- 
Surviving 


Friends and r e l a t i v e s and 
members of the organizations to 


, 
. 
„ 
. , . 
j 
, 
Surviving 
are 
three 
sisters, 
ly clean, well painted and cared VTic, 
v 
(( 
T 
n . 
. /L w J j 
Ii ti 
. 
u 
Miss Charlotte I. Betz, Bristol 
•fo r. Warden Earl Handy is to be 
,, 
„ 
. 
... 
, 
jean serviceman to be tried by a complimented " 
I 
Maik M. Walter 
and 
Greek court 
under 
the Greco-) 
The jury recommended an d 
e 
- 
! 
lla^ry (;- 
V!cNabb’ Slraf; 
American agreement 
was 
fined vator be installed in the men’s 
* 
and 
several 
ni€ces 
and 
1120 yesterday for reckless driving, dormitory at Neshaminy Manor. 0ephe'ws* 
Airman Richard Whitley of 
On- the county home 
near 
Doyles- 
tario, Ore., was found guilty of town. More recreational and ed- 
k nocking two Greek girls aff their j actional facilities at the juvenile1 which he belonged are invited to 
bicycles while driving at 
high detention home might be helpful attend services Monday at 2 p.m., 
speed. He paid the fine and 
was for children detained over a long at 
the John (\ 
Black funeral 
freed. 
period of time, the jury said. 
home, 314 Cedar St. 
The Rev. 
The 18 men and women return- George E. Boswell, pastor of St, 
cd 71 true bills and refused to in- James Episcopal Church, Bristol, 
dict in seven cases, 
j will officiate. Interment will be 
The grand jury session was tile in Bristol Cemetery. There 
will 
in 
recent history, con- be no viewing. 


Two Delhaas High School students 
visit fellow Southeastern District orch­ 
estra members at the home of Mrs. 
Nathan Axler, 52 Idlewild Road, In­ 
dian Creek, Levittown, last night in 
an 
after-rchearsal-hours 
music 
ses­ 
sion. Students (standing from left), 
are Janet Havener, 
Haverford; 
Ed­ 
ward 
Margolis, 
Coatesville; 
Jo-Ann 


Badner and David Axler, Delhaas; 
Rozanna Barrett, West Chester; Bet- 
ty Gemmilla, Swarthmore; and Allen 
Horwitz, Coatesville. Pain Miller of 
Haverford is at the piano. The visitors 
are staying at the Axler home in the 
Bristol-Levittown area. The district 
concert is 8 o’clock tonight at Del­ 
haas. (Courier-Times Photos) 


Death Notices 


G R I F F I T H S 
— I ri)\ don. 
P.., Jan. 17, 
Sarah Matilda, w ile 
of the late Ed­ 
ward Griffiths died 
ai the hom e oi . 
h e r daughter 
Mrs. Morris 
S t u f f e r ’ longest 
4lrh »AH*' Cro-V(,on- **«*|tinuing from Monday m orning to 
t u e s 
a n d 
fr ie n d s 
a re 
in \ite d 
to: 
. 
, 
® 
th e service* on T u e sd ay at I p m , noon yesterday. 
M o lten 
Funeral Chapel. 
133 
Otter 
St . Bristol, Pa 
Int. Hillside ( erne I 
______________________ 
tery, Roslyn. Pa. 
Friends m ay call 
•Monday evening. 
Survived 
by 
the 
following: 
I 
daughter Mrs. 
M orn 
Sh ifferstm e. 
I 
brother, 
Mr. 
Bert 
S Potts, 2 sisters. Mrs. Pearl Shell 
h am m er, Miss Marion Spotts, N ew 


r n 
r r 
I 
two [rapped 


By Cave-In 
First Congregation 
Meeting Scheduled 


B y PA TR IC IA WIGGINS 
United P re ss Staff Correspondent 


WASHINGTON (UP) - Ezra 
Taft Benson, unfazed by a critical 
deluge from bible - quoting Sen­ 
ators. today stoutly maintained 
Eisenhower administration f a r m 
policies "eventually’’ would come 
to pass. 
The Rev. Paul L. .Shogan, pas- 
But Chairman Allen Ellender (D tor of Our Lady of Perpetual 
La.) of the Senate Agriculture Help Catholic Church and Lower 
Committee 
said 
Benson 
didn’t Bucks County s \oung Man of 
stand a "ghost of a chance" of the \ ear, this week was elected 
putting through bis program at a director of the DelawarrAraHey 
TTTTs "Si*ion. 
j Osteopathic Hospital, Bristol. 
TIm* agriculture secretary staked 
was Hected at the annual 
his hopes of salvaging some of mooting Ihursday night. Tile pan­ 
tile program on a promise not to J ° r 
presently a patient in tho 
slash farm price supports immcd- Graduate Hospital, 
Philadelphia, 
lately to the new low sought b v '11*? was hospitalized Tuesday, the 
the administration. But he held day he received the Young Man 
out 
for "administrative discre- of the Year award of the LeviL 
lion*’ in establishing new support 
levels in the future for each crop 
on individual "merits." 
Benson now is required to sup­ 
port basic crops — wheat, corn.. 
, 
cotton, peanuts and rice - at 7 5 , Delauare V a l l e y Osteopathic 
to 90 per cent of parity. He came Hospital. Dr. Julius Sobei, Bristol. 
in for a roasting when he told was elected \ice president and 
the committee Friday he didn’t ^ r- Gordon J. 
Ennis, Trevose 


town Junior Chamber of Com­ 
merce. 
Dr. 
George Levenson, 
Levit­ 
town, was elected to a new one- 
year term as president of the 


"contemplate" outing them all 
the way to the requested 60 per 
cent of parity. 


PRICE. Utah (UP) - Rescue 
workers, weary from long hours 
of digging, kept methodically at 
their task today in an effort to.. 
. 
. 
. 
reach two coal miners trapped bylm« ol the cortgregation for Mon- 
a giant cave-in and explosion. 


The 
Newport Ville 
U n i t e d ! anyone 
requiring transportation 
Church oi Christ Congregational {should contact him or 
has called its first annual meet-1 Kilpatrick. 


Dry Battle 


H e i g h t s , treasurer. Re-elected 
secretary was Walter W. Jackson, 
Fairless Hills attorney. 


ii Bucks Society 


Philadelph ia, Pa 
4 
grandchildren, 
Mra. Shirley W olfe, Trenton. N. J.. 
Beverly and Sandra Shifferstine. of 
Croydon* Mr. Russell Franks. Phila- 


Snow 


(Continued from P a g e One) 
were 
expected 
to 
remain 
low 
(Continued from P age One) 


deiphia. 
The 
Rev. 
Waifer J \!ie *bc group in addition to Robinson are expected to be in the 20s ex- 
t a lv a ry 
B ap tist 
C h u rc h , 
will 
oi l. arc Samuel T. Hcagarty. Wynne- copt for til? extreme southeast. 
-- - 
— 
wood; Ralph Pope, 23 Franklin above 30. Tonight's lows were cx- 
E ntered into rest 
Trenton; K 


Two bodies already were re­ 
covered from the collapsed tun­ 
nel of the Spring Canyon Coal 
Company's mine near here. 
The cave-in yesterday, followed 
by an explosion and secondary 
fire. extends nearly half-a-mile in­ 
to the tunnel. 


day night, in accordance with the 
constitution and by-laws of the 
church. 
The meeting will be held in the 
Sanctuary starting 8 p.m. 
Officers will be elected 
and 
other business discussed. Reports 
also will be given on the activities 
of 1957, the first full year as a 


Army Ami AF 


Fire Company 


Seats Heads 


(Continued from P a g e One) 
Warren:an 
affidavit from Mrs. Ratley 
saying she didn't sign the paper. 


Mix Ratley was reached heiej 
officer* of Good Will Hose 
and admitted phe had not signed Co 
No 3 
of Brjstol 
W(?re in. 
the petition She opposes liquor, s(alled al , mect] 
(his week 
she said. hut didnt "know wheth- 
wj|)field Kjrk 
(ook 
m 
er I want Muddy wiped out be­ 
cause of that." 


through tomorrow. Today's highs covered, 
rescue 
workers 
were 
doubtful that Keith Anderson. 30. 


Because of the large area to be Congregational Church. 
J. Stuart Ma? well, pastor, 


on Friday. Jan. 17, 
WOOLSTON 
Fa I Islington, Pa 
i » 57, S a r a h t 
W o o U to n m e e Wat 
C r o w n 
T e r r a c e 
ann), w ife of th e late Isaiah Wool ! 
» 
n, 
, , 
. 
„ 
st on, in th e doth >«*ar of h e r aye 
H o l t A. M u r r a y , H a r b o u r t o n , N . J 


and Dean Nielsen. 29,, would be 
found alive. 
L. Honeyman, 22 peeled to be in the 20s except for) 
The body of William Daniels,, 


(Continued from P a g e One) 
cd States plans to build three se­ 
cret radar detection centers at!attorney, James W. Sanders, said 
sites still to be determined out-.the case was apparently muddled, 
side tins country. An informed! 
"A new petition will be filed," 
source denied reports it had been Baker said. "Mrs. Ratley is over 


president. 
_ 
, _ . 
Francis Kirk is vice president; 
Paul Baker, president of the William Snyder, recording secre- 
county dry association, and his tary. 
Guy 
JameSi 
treasur„ . 


Chester Felkner, financial secre­ 
tary and Frank Flatch, E. Kelly 
and John Glogowski, trustees. 
John Arbuthnot took office as 
chief; 
Michael 
Court, 
assistant 


Morrisville, and 


Mr*. W oolston w as born in Penn", 
Manor, 
Pa., 
and 
revided 
in 
Falls 
Township all h*r life. 
She ,s .sui 
v ved 
by 
a dau gh ter, Mf*. Melvin 
C '•g a r, 
a 
granddaughter. 
Mr*, 
t harle* Pool, and 2 great-grandsons, 
Lavtd and R obert Pool. The lun ei 
ai will be held from her late r esi­ 
d en ce. 51 Main S t . fa llsin g io n , Pa., 
on Tuesday afternoon at 2 o ’clock 
Service* will be conducted bv the 
Rev. Dr. Clifford G. Pollock, i’avloi 
of 
tho Frist 
Preabyteria* 
Church 
of 
Morrlsviilt. 
Interment 
w ill 
be 
i n Morrisville C em etery, under 
the 
direction of J. A llen H ooper. 
T h e re 
Hill not be an j calling hours Mon 
day evening 


(.More D eath Notices on 
Classified P a g e) 


Eagles Say "No Sale' 


To Purchase Offer 


PHILADELPHIA 
(FP) 
~ 
A 
spokesman for the Philadelphia 
Eagles said last night the d a b 
"definitely is not for sale." after 
an offer of $700,000 was made by 
a syndicate headed by Ambrose! 
(BudI Dudley, former athletic di 
rector of Villanova University. 


the northwest, where they may 
dip to IO. 
There 
was 
light snow in all 
parts of tile state except parts of 
the southeast and slippery road 
conditions were expected to pre­ 
vail in tile northern part of the 
state today, tonight and tomorrow. 


$5,OOO Tip 


47, was found yesterday. Late 
last night rescue workers found 
the body of Coeelio Garcia, 36. 


Rev. 
.............................. 
, 
u 
im 
urged all members to fill out the definitely decided to build them a barrel. 
__________ 
• Interest 
Finder" 
which 
was 111 ,he Arcllc- 
2\\\\\\W 
;chief; J. Bley, forman; J. Moore, 
mailed to them recently. He sue- 
Tbe centers would be designed ^ 
, 
J rf* 
% assistant foreman; Joseph Arbuth- 
to give tile Air Force’s Strategic ^ 
A i l l t S d 
gested they be turned in on the 
night of the meeting if passible 
Air Command at least a 15-min- 
not, sergeant at arms and John 


Daniels and Garcia, along w i t l i j ^ 
^ p}anncj for t|le com. 
Anderson and Nielsen, Daniel's 
son-in-law,, were working over- 


The Church Council urged every 
warning of attack. U.S. bomb- 
member to attend th^> meeting to |ers <^‘OukL then be launched in im­ 
mediate retaliation. 
Richer 


Arbuthnot, marine chief. 


mg year. 
The 
Reverend 
Maxwell 
said 
time removing 
old 
tracks and 
equipment when the tunnel col­ 
lapsed with 
an 
earthquake-liket p Q• 
Owner Leaves 
bounce which dumped tons of 
y 
coal, rock and debris on the men. Estate O f $222,435 


An estimated $222,435 w?as left 


H ouse Approved N etw ork 
Authority to begin building 


Donald O ’Donnell, 9 Unity g 
Turn, Upper Orchard, Levlt- 
David Landreth Gets 


„ ^ . 
. .. 
. 
$ National Y M C A Post 
a 0 town, is the winner of (his % 
189-million-dollar 
detection 
sys-|^ w e e k ’s new s tip contest for 


^ phoning the inform ation about p 
an O ’Connor ruck w hich roll- ^ 


tem was contained in an emer 
gency defense bill passed by the 
House last Wednesday. The meas­ 
ure is pending in the Senate. 
g ed down a hill in Levittown. ^ 
O 'D onnell’* 
call 
w as 
the 
Air g first into the office, edging 


(Continued from P a g e One) 
Dudley said his syndicate made expressed an ambition to own his 
an offer to tile Eagles on Dec. 27..own cab. 
Ile saiil 
the syndicate includes 
Del Carlo, who waited for police 
i 
i tohcrt 11 ou I man. New ^ ork Vs- clearance 
before 
ru^hincr 
t h o 
L O S T — m ale pupp- . black with t 
a 
n 
, j 
n „ a noi*i- 
I 
i c if 
i 
i 
, 
‘ 
^ 
1 
marking, red haenesn. Oakfoid vi- 
( 
(mantic; 
Louis \Soif- check, was informed Thursday by 
natty. Seward 
El t o o 
son; food concessionaries Robert the Farmers Bank of Parkers- 


f o u n o — ye un# ami' .-nonrrei rioit.jand 
Jack 
Nikxi; 
and 
rad io-tvj burg, Pa., that there were 


Too Late To Classify 


a nd 
u lijte bon , b a r k fa re 
ar'd ear* 
Wesrm# new black 
collar. IT 8-2405. 


‘ o 'd v n uui'ii, i a., mal mere were no 
JJT,.sports consultant George Kerr!- longer sufficient funds in the cap- 
'•Ha*. I tain 's account to honor the check. 


Robert M. Ledwith 
Gets bAarine Rank 


Marine Corps Headquarters In 
Washington, D.C., announced the 
promotion of Robert M. Ledwith. 
son of Mrs. Goldie Ressino of 
Oxford 
Valley 
Trailer 
Court. 
Langhorne, to Marine 
corporal, 
while serving 
with 
the 
Force 
Troops, Camp Lcjuene, N.C. 


In 
the 
heavily-censored 
by the late Harvey R. I mholtz. Force 
testimony, 
S e c r e t a ry ^ out several other tipsters. 
owner 
of 
t h e 
Sommer rn a id James ll. Douglas told the House I 
N ew s tips on possible slur- g the National organization. 
Creamery, Inc., Doylestown. He committee the detection system :|H ec, pictures, or feature id eas £ I 


David 
L a n d r e t h , 
recently 
named president of the YMCA of 
Lower Bucks County, has been 
elected as a member of the Na­ 
tional Council of the YMCA and 
will represent Southeast Pennsyl­ 
vania on the governing group of 


died Jan. 2. 
would be operating “at least two | can he phoned to this new s- 
The estate was left to his wife full years’Nearlier than originally 
Hilda, 
and 
his 
three children, I planned. 
George Nancy and Louise, all of 
Doylestown. 
The estate included 1,169 shares 


^ 3325, 


of Sommermaid Creamery, Inc. 'most difficult technical problem 
which marketed butter. The stock:that anyone has faced " He said 
was valued at $116,900. 
ls -largely in a study stag e” 


He said however that how to 0 
The news Hp editor m o v es | 
shoot down or otherwise intercept ^ fast s0 b« (he firs* with your 
a ballistic missile is "perhaps the ^ tip and win the $3 w eek ly 
P prize w hen you *pot a new* 
^ ito ry . 


Landreth 
was 
elected 
at 
a 
special meeting of representatives 
from all YMCA’s in Southeast 
Pennsylvania 
at Ardmore. Th# 
next 
meeting 
of 
the 
National 
Council will be in Chicago the 
first week-in May. Landreth plan* 
to attend. T he group will include 
rep resen tatives from all 48 state*, 
Canada, and Hawaii. 


